Brief comment text:

I am part of a community of people who currently use the 900 MHz frequency band to communicate as a licensed Ham radio operator (FCC License KQ4CWJ) and by using Meshtastic technology communication devices that operate in this frequency band.  I and all the many users of this technology have come to depend on the Meshtastic system as an emergency backup system should the cell phone system fail.  
Further, I and all the many users of this technology have invested considerable money in the Meshtastic equipment and I have personally spent over $500 in Meshtastic equipment in this frequency band. We  would all be harmed financially if the current use of this frequency band is compromised by the NextNav proposal to allow it exclusive use of the 900 MHz band. 

Please reject the NextNav proposal as it would cause financial harm and take away a vital communication network used by the many Meshtastic users. 
